HERSHEY ESTATES GREENHOUSES, HERSHEY. PA. 


On days when the water is still, the Pool of 
the Hershey Rose Garden reflects the various 
colors of the Roses of the World, and the 
attractive surroundings. The Hershey Rose 
Garden contains more than 37,000 rose plants 
of over 800 distinct varieties, in bloom from 
June to frost time. 
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Hershey Rose Garden and Hotel Hershey, 
Hershey, Pa. 





